PARI NUMBER 

300-0249 


8> 


T+5V MOTOR POWER 
? -+5V LOGIC POWER 


CI- 

.oor 


DESG 

PART 

PIN 

U 1 

4049 C 

1 

U3 

74C02 

1 4 

U4 

TL084CN 

4 

~U5 

74C0 

1 4 

US 

TLOBICP 

7 


TAPE DIRECTION (L IS FORWARD, H IS RfcWIND) 


H > 

, CASSETTE SIDE -. 

3 > (OPEN WITH SI DE A FACING OUT) 


5 <r 


CASSETTE PRESENCE 


(CASSETTE CLOSES SWITCH) 
FILE PROTECT S3 -o-^C 


7 ^ (TAB REMOVED, SW OPEN) 
I9> 


TAPE MOTION 
;h IS STOI 
L IS GO) 


r- 


_J 



TP 5 

RIO < 

► © — ' 

1 00 J 


LI ^ 


1 



14 4 

12 >< 

15 < 


CLEAR LEADER L? 

(H IS CLEAR LEADER OR HOLE) 


TAPE SPEED 


(L IS FAST, H IS SLOW) 


DATA OUTPUT (READ) 
(L IS 0, H IS I) 


IOMHC 
HEAD? 
27-rv C 


{J 

IGNAL GROUND 


2>^ 

. POWER 
9> 


ROUND L — 


10 > 


CHASSIS GROUND 

~~7f7 

SELECT READ/WRITE 
<L IS READ, H ISWRITE), 


v DATA INPUT (WRITE) 13 
'(L IS . H IS I) 


^7^00 



[TP READ AMP OUTPUT 
M I N SiGNAL AT TPI IS .8V P-P 


-' L 

- H IS POS LEVEL + PEAK 
-CUT FOIL. IF JUMPER IS ADDED 


0.8 

2N2907A 

'tRANS I S T R M *V^AL AT TPI 15 


74C00 

LOGIC POWER +5V 

A-LEVELS VARY BETWEEN MACHINES AND FROM BEGINNING TO END OF TAPE 


2- ALL WAVEFORMS SHOWN ARE FROM A CONSTANT 

2400 BAUD SIGNAL IN READ MODE 
l-ALL CMOS DIGITAL IC ARE NATIONAL 


R 39 


LAST RE F 
DESG USED ■ 


DESG NOT USED 


UNIT OF 
MEASURE 


0.000 _ MM 
0.000 " INCHES 


TOLERANCES 
(EXCEPT AS NOTED) 


DECIMAL 
*.X -.50 MM/ .02 IN 
».XX ■ .25 MM/ .01 IN. 
fc.XXX-,13MM7.006IN. 


FRACTIONAL 

±1/32 


Braemar Computer Devices, inc. 


APPROVED Wb-gjJ, \f^- n 


■ T,TLE CM-600 MINI CASSETTF 
: SCHEMATIC 


DWG SIZE 

c 
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